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Witchcraft Books for Beginners: Magical Energy Manual is an occult manual that teaches the art of manipulating magical energy. Energy manipulation is very important in the magical craft. In fact, spells and rituals depend on how effectively the magus is able to tap and control magical energy. All things are made of energy. By gaining mastery over this energy, one also gains control over all things, visible and invisible. 
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